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Coding plug (R29) ........ cee cee ee ee Remove (54—577) 
ONMM waard a nmaa a e de iai Connect (refer to table) 
Resistance values ... nopan aunan cece eee ee een Check (refer to table), replace coding plug (R 29) if 


values are deviating. 
a Production date 
b Part number 
c Designation of jack 


Test table — resistance values 


D—H 


QQ} 3.21-— 





Conventional tool 





Multimeter SUN DMM—5 








54.7—506/1 F4 


